TABLE VI 


LIGGETT GROUP 


CO, mg/cigt. 


Brand 

Philip Morris 
Data 

dan., 1982 

FTC 

Report 3/83 

TITL 
Market 
Sample #26 

Chesterfield 70 (NF) 

12.2 

12.5 

13.3 

Chesterfield 85 (NF) 

15.7 

14.4 

15.6 

Chesterfield 85 

15.0 

15.0 

15.1 

Chesterfield 100 

15.61 

16.6 

16.7 

Decade 85 

5.0 

4.8 

4.9 

Decade Menthol 85 

4.8 

4.4 

4.6 

Decade 100 

N.A. 

6.2 

7.0 

Eve Lights 100 

13.6 

13.4 

13.6 

Eve Lights Menthol 100 

14.4 

12.9 

13.3 

Eve Lights 120 

12.0 

10.9 

11.4 

Eve Lights Menthol 120 

11.7 

10.9 

11.7 

L & M 80 (Box) 

14.6 

14.8 

15.0 

L S M 85 

15.0 

15.4 

15.4 

L & M 100 

16.1 

16.4 

16.4 

L & H Flavor Lights 85 

7.4 

7.1 

7.0 

L & M Long Lights 100 

6.9 

6.2 

6.3 

L & M Long Lights Menthol 100 

5.9 

5.5 

6.1 

Lark 85 

14.0 

14.3 

14.1 

Lark 100 

14.6 

15.3 

14.6 

Lark Lights 85 

13.0 

13.0 

13.3 

Lark Lights 100 

13.2 

14.2 

13.9 

Oasis 85 

14.9 

14.9 

14.9 

St. Moritz 100 

13.9 

14.5 

14.4 

St. Moritz Menthol 100 

13.4 

14.6 

14.7 

Omni Menthol 100 

5,82 

6.4 

6.6 

Picayune 70 (NF) 

N.A. 

14.1 

14.0 

OVERALL AVERAGE CO DELIVERY 

12.0 

11.9 

12,1 


^CO decreased from 17 to 16 mg as a result of increased tipping and plug length. 
^Only one sampling available dated July, 1981, 

N,A. = None available 
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Source; https://www.industrydocuments.ucsf.edu/docs/gqvl0001 



